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EAA MODEL: MP153 

SEMI AUTO SHOTGUN 

WARNING AND INSTRUCTION MANUAL 
PLEASE READ THESE INSTRUCTIONS 

MODEL NUMBER BARREL LENGTH CALIBERS FINISH 

TYPE MP^: 53 20", 24", 26", 2E", 30" 12GA/3.5" BLUE 

S/A SHOTGUN 



GENERAL INFORMATION: 

Weight (average) - 28" = Q.5 LBS 
OveraJi Length ■ 41 " TO 52" 

FOR YOUR SAFETY AND THE SAFETY OF OTHERS, this owner's manual 
contains impoilanit warnings and safety procedures which must be under- 
stood BEFORE using this firearm, Read the entire manual and if you do not 
understand any part it or the Oiperation of your shotgun, stop ar>d seek 
professional firearms instructions,. You can get a oopy of this manual from 
European American Armory Corp. on request. 

Record the serial number of your firearm: 

# 

and a description of it: 



Make a copy of this manual, proof of purchasa/sales record for safekeeping in 
a secure safe or fireproof container. Such proof is necessary if the firearm is 
stolen orfor warranty repair, Before handling any firearm, make sure you know 
the safety procedures and most importantly, keep the firearm pointed in a safe 
direction. 



W.AJ11LLHG 

**YOU RISK INJURY OR DEATH BY HANDLING THIS FIREARM** 
Before handling this firearm, read, understand and fellow the instructions in this 
manual. Always keep this manual with the firearm, If you lend, give or sell this 
firearm, be sure fee manuat goes wife it, if there is anything you do not 
understand, seek advice from someone qualified in safe handling of firearms, 



WARNING 

•This firearm should always be transported unloaded in its case.* 



TYPE OF AMMUNITION TO BE USED 

It is suggested Ihal high quality commercfally manufactured ammunition be 
used in this firearm. So me factory am munition works better than others and you 
should stick with the brand you find works weH in your shotgun. Auoid mMitary 
surplus or hot loaded ammo. The use of relnaderl hi gh pressure nr hand 
loaded .ammunition wil; votd_tti 0 ..warranty. 

NOTICE 

SHOTGUNS ARE CLASSIFIED AS FIREARMS OR DANGEROUS WEAPONS 
and are sold by European American Armory Corporation with the specific 
urtdersianding that we are not responsible in any manner what- so- ever for their 
safe handling or resafe under local laws and regulations. 

European American Armory shall not be responsible in any manner whatsoever 
for malfunctioning of the firearm, for physical injury or for property damage 
resulting in whole or in part from ( 1 ) interttional or negligent discharge, (2) 
improper or careless handling, (3) unauthorized modifications and/or alteration 
to the intern al/satety mechanisms, {4) defective, improper, high pressure, 
hand’loaded, or reloaded ammunition, {5) corrosion and/or lack of proper 
maintenance (6) neglect, or (7} other influences beyond our direct and 
immediate control. This limitation applies regardless of whether liability is 
asserted on the ttasls of contract, negligence or strict liabifiiy (including any 
failure to warn). Under no circumstance shall European American Armory 
Corporation be iiable for incidental or consequential damages, such as loss of 
use of property, commercial loss and toss of earnings or profits. 

SAEEBLEBDCEDUflES 

1 . We recommend that you get competent firearms instruction in safe handling 
before using this firearm Please ask your dealer. All guns are extremely 
dangerousifcarelesstyhandledofused. R erne m b er that th e fiiearm u ser i s th e 
primary "safety’' and to depend on any mechanical devices is to be only half safe. 

2. This firearm will fire if a cartridge is in the chamber and the trigger is pulled 
and the safety is disengaged. 

3. DO NOT LOAD THIS SHOTGUN UNTIL YOU UNDERSTAND HOW THIS 
SHOTGUN OPERATES. KEEP this shotgun unloaded at all times except when 
ready to fire and you are sure of your target, 

4. ALWAYS carry this shotgun in a case or original box unloaded, 

5- NEVER point this shotgun at anything that is not your intended target even 
if this shotgun is unloaded. When loading, cleaning, unloading or handling, 
always be sure the muzzle is pointed in a safe direction and always keep your 
finger off the trigger. 

6 , NEVER assum eanygunisun loade d , Bef o re h an dii n g , ch eck to m ake su re 
the chamber is empty. See unloading Instructions and then unload any 
ammunition, Make sure you know that this or any firearm is fully unloaded 
before displaying or handling it. When handling any firearm, keep your fingers 
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away from the trigger at all times until you intend to tire. 

7. WALKING: The actual firearm does not contain any lead; however, it does 
fire ammunition containing iead or lead compounds known to the State Of 
California to cause cancer, birth defects, reproductive toxicity, and Other 
serious physical injury. Those who discharge a firearm, stand near someone 
who discharges a firearm or cleans firearms are hereby warned of the clangers 
presented by lead and lead compounds and should take protective health 
measures. Avoid exposure to load while handling and wash your hands after 
contact. Proper air ventilation is absolutely necessary when shooting indoors. 

AMMUNITION WARNING 

Old, HoMoaded and/or re-ioaded ammunition may be dangerous. Because of 
the poor or nonexistent quality control standards annong some companies or 
people who make reloaded ammunition and the dangers of overloads and 
under loads (Squib loadsj which may occur, we recommend that only good 
quality new factory ammunition be fired in our firearms. [If you prepare your 
own hand loads, do NOT exceed recommended pressures in tine with those 
generated by standard factory loads as manufactured by Remington. 
Winchester. Federal. PMC or other reputable companies.] Old ammunition 
may not fire with sufficient force to expet the projectile from the barrel. 

READING THESE SAFETY RULES WILL SAVE YOUR LIFE 
OR THE LIFE OF SOMEONE ELSE 

Get instructions from a competent firearms instructor before using this or any 
firearm. Learn from a professional how to handle, load, unload, operate, fire 
and care for your gun. 

NEVER play with your firearm, ft is not a toy and can be a very dangerous 
weapon that can cause serfous personal Injury or death. 

Always keep the gun pointed in a safe direction. Treat every gun as if it is 
loaded. ..all the tame. NEVER point any firearm (loaded or unloaded) at any 
perso n or anything you d o not inte net to s hoot , Always keep your g un u nioad ed 
until ready to use and make sure that it is unloaded before cleaning, 

Keep your finger OFF the trigger until you are actually aiming at the target and 
ready to shoot. Learn to rest your finger outside of the trigger guard. 

Never rely on a gun’s ’’safety” to protect you from unsafe gun handling. A safety 
is only a mechanical device, not a substitute for comm on sense and gun safety 
procedures. 

Newer leave a gun unattended or where It could fall and fire. 

Store guns and ammunition separately beyond the reach of children Make 
sure thatthey are properly secured so untrained Individuals and children will be 
denied access to your guns and ammo. 

Test your g u n ' s o peration and safeties only at e s ho otin g rang e wh 1 1 e the fi rearm 
is pointed in a safe direction. 
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Know you r target s n<j wfi a1 is beyo nd Ask yourse If what your bul let wi 1 1 h it if it 
misses the fargei or passes through the intended target, RerTfember, a fired 
projeotife can travel over a mile (inctuding a ricochetj and is capable of going 
through walls. 

GunsandalcoholordrugsdonotmlK. Dnn'ttakeanya Icoholic be verag es and/ 
or drugs before or during shooting activities. 

Weverpull a gun toward you by the muzzle. Don't climb a free, cross a ditch or 
fence with a loaded gun. 

Always empty guns before entering a house, car, truck, boat, RV, camp or any 
building. 

When receiving a gun, always open the bolt and check to make sure the 
chamber is unloaded. 

MEVER accept anyone's word that a gun is ''unloaded " or ''empty". You should 
immediately open the action and check to make sure it is unloaded. 

Be careful with all ammunition, Even ''blank" cartridges are deadly at dose 
range due to the muzzle blast, Make sure your ammunitiorj is in new and in 
good clean condition. Do NOT oil or grease ammo as this may damage the 
cartridge primer. Do NOT tamper with or alterthe standard factory ammunition. 

Keep firearms unloaded when not actually in use. Load the gun only when on 
the range preparing to fire and unload st before leaving the range. 

Never put your hand over the muzzle of a gun. 

ALWAYS WEAR protective shooting glasses and hearing protection when using 
firearms. 

Spectators should be at least 1 0 feet behind and away from the shooter while 
the shooter is loading, shooting and unloading. Spectators should wear 
protection for hearing and sight loss and they should avoid distracting those 
shooting their firearms. 

Never drop your gun. If you do drop it, unload it and check it for properlunction 
before using it again. 

Do NOT alter or modify your gun. Don't try to change your gun's trigger pull , 
because it rnay affect sear engagement and thereby cause accidental firing. 

Do NOT remO'Ve any internal safety or safety device on the firearm. Safety 
mechanisms are designed to protect you from injury or death. 

Do maintain and keep your gun dean. Keep in a dry place away from other 
metals and water. If your gun shows sign of corrosion or improper operation, 
have it serviced by a competent gunsmith. 

Keep the muzzle pointed in a safe direction when loading and unloading your 
gun. Never point the muzzle at anyone. 

Never shoot at hard flat surfaces or water..,, bullets ricochet. 
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If a gun fails to fire when the trigger is pulled, keep it pointed down range at the 
target for 60 seconds. Sometimes slow primer ignition will cause a “hang fire" 
and the cartridge will go off after a short pause. If it still fails to fire, keep muzzle 
pointed in safe direction and avoid exposure to the breech, as yoo attemipt to 
u nioad you r firear m - 

Never let water, snow, mud or other material enter the barrel. Always he sure the 
barrel is free of any obstruction. 

Since many ammunition identifications sound similar, be sure that you use only 
the correct ammunition tor your gun. Do NOT use the wrong size or wrong 
strength ammunition in your firearm, 

Repeated and prolonged exposure to gunfire may cause toxic levels of lead in 
your body High levels of lead in the blood may result cancer, impotency, birth 
defects and other serious physical injury. When shooting indoors, make sure 
there is proper fresh air ventilation, 

Teach children: 1. NOT to touch guns, bullets, cartridges, shells, flares or any 
explosive device and 2. if they discovery such a dangerous item or weapon, they 
must immediately report its tocation to their parents, school teacher and police. 

Re member a firearm has the capability of taking your life or the life of someone 
else. Be careful with your firearm - an accident is aim oat always the result of not 
following basic safety rules. 

HOME SAFETY IS PROBABLY YOUR BIGGEST CONCERN, We suggesta gun 
lock such as Master Gun Locks They work on most firearms and are available 
in gun shops and sporting goods departments For mote information write: 
Master Gun Locks; Master Lock Company, P.O. Box 10367, Milwaukee. Wl 
53210- You have invested this much in your new firearm, now invest a little more 
in your family’s safety. 

USED FIREARMS - If you got your European American Armory firearm as a 
used gun, BEFORE USING IT you should unload 11 and check all Its functions 
to be sure it works comectly. Firearms are some times altered to work 
incorrectly, or parts may be removed, lost or replaced with in correct pans, First, 
unload it and check it yourself and then take it to a good gunsmith who knows 
European American Armory firearms, and have him examine it, 

WRITE US concerning any items or circumstances which you don't understand 
and which might relate to your safety and the operation of your firearm. 

WARNING 

BEFORE LOADING or firing a shotgun, examine the bore and the firing chamber 
to be certain they are dean and free of any obstruction. Even a heavy coal of oii, 
grease, snow or water rmay result in damage to the firearm and injury tofheshooter 
an d/or persons near the firearm . A misf i re or u n us ual so u nd up □ n f inng is a sig nal 
to cease firing and to examine the chamber and bore. It there is any obstruction, clear 
the obstruction and clean the bore and chamber before tiring. 






FIRING WARNING 

When shooting, full eye and ear protection is mandatory at all times. Shooters 
and spectators must wear shooting glasses and sound suppressor to prevent 
eye injury and hearing loss, Vision loss and hearing impairment can occur with 
only one moment of non -protection . 

WARNING 

Any bore obstruction, even itil is only partiy blocked, may cause the gun to blow 
up if it Is fired, or may cause damage to the gun such as a bulged barrel. To 
avoid injury or death to the shooter or bystanders, check the barrel before 
shooting or if a shot does not sound normal. 

WARNING 

Always keep the muzzle pointed in a safe direction! Never attempt to load or 
unload any firearm inside a vehicle, building or other confined space {except a 
properly constructed shooting range). Enclosed areas frequently offer no 
completely safe direction in which to point the firearm. If an accidental 
discharge occurs, there is great risk of injury or property damage. Before 
loadi n g , al way s clean al I , grease an d oi I from the bo re a n d chamb er, a n d che c k 
to be certain that no obstruction is in the barrel. Ariy foreign matter in the barrel 
could result in a bulged or burst barrel or other damage to the firearm and could 
cause serious injury to the shooter or to others. 

WARNING 

]f there is any reason to suspect that a bullet or projectile is obstructing the 
barrel, immediately unload the firearm [See Umoading Instructions) and check 
the chamber and the bore. A bullet may be lodged some distance down the 
barrel where it can not easily be seen, Check the bore by using a cleaning rod 
10 pass through the barrel. If a blockage is in the bore, DO NOT ATTEMPT TO 
SHOOT IT OUT WITH ANOTHER CARTRIDGE, OR BLOW IT OUT WITH A 
BLANK CARTRIDGE OR A CARTRIDGE FROM WHICH THE BULLET HAS 
BEEN REMOVED. SUCH TECHNIQUEfS) CAN GENERATE EXCESSIVE 
PRESSURE, DAMAGE THE FIREARM AND CAUSE SERIOUS PERSONAL 
INJURY. If the blockage cart be removed with a cleaning rod, clean any 
un burned powder grains from the bore, chambers & mechanism before 
resuming shooting. If the blockage can not be dislodged by tapping it with a 
cleaning rod, take the firearm to a gunsmith. 

WARNING (Mechanical Malfunctions) 

STOP SHOOTING IMMEDIATELY AND UNLOAD YOUR FIREARM if youf 
firearm develops: a mechanical malfunction; binding or stoppage; spitting 
powder/gas; a cartridge primer is punctured; a canridge case is bulged or 
ruptured; or the sound on firing does not sound quite right. Do NOT try one 
more shot but unload your firearm and take it and the ammunition to a qualified 
gunsmith or send if back to EAA for examination. Do not assume that the 
shotgun is empty rnerely because you checked the chamber. You must also 
check the bore lor any fired shot or wad jammed inside the barrel. 
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MP153 Part List 




1. ^ube 


29. Rolt eoddn^g herKfie 


57 C5:rrierEi1ch 


2. Sarrel 


30. Bolt 


5a Csmer S^lc+ntog 


Receiver 


31. LaftQKiraGtor 


■53. Cantor l^lcti dog 


4. Gas G^ltider u\A 


32. Leh aulr^tcr spring 


€0. Hammor plimger 


&. V^m spring 


33. Lefl ajflractar plunger 


61. 'Mar spring 


VaS^-e 


34. Right en^raclor plunger 


62. Carrar latch rScig phinger 


7. RKend cap 


35. Ri^t«jf(rador spring 


63. Cartwrlaflch spring 


&. Slingi swivel bani 


3B. Ri^t e>traclcir 


64. Disocmeclor 


2. SJirrj swivel ring 


37 Rnng pr j^lanVig pti 


65. Disocnneclor busing 


^0. S&n^ Swft'el 


3a. Finng pn retractor ^rmg washer 


66. RnhJbe 


Magazine lubB emision 


3B. Fuing pin retractor -^rng 


67, Trigger housing ffl&ining iJin 


12. Magazine extensan spring 


40. Firing ph 


U. Cerrief sb)p calcii 


t3. Magazine lubfl extana^on «is*rt 


41. Loek^b^d^ 


M. CarriftfsltipceLd'. spring 


\A. Magazine $prhg r>°1g:^er 


42- Trigjir housing 


76. Shrill sicp 


Magazine sprhg 


43. Safety 


71. Shell stop sprhg 


ti^i. Magazine fgllcwer 


44. Satoiy pbinger 


72. Shetfstep pivol 


■•7. Magazine lube 


45 Safety sprUg 


73. Bofc release Mon 


Ifi. Inlemali seel 


46. Pin 


74. Bol! release buflon ap-iing 


1^. Eneiral aeal 


47 Trigga^ 


75. Foiend 


20. PuKMi/Ajdipnbarsteevfi 


4B. Trigger piun^r 


7&. Cap reiasiing pm bustling 


21 R^ilsp^ng 


40. Trigger gf]t1ng 


77. Cap tslaining pin $priig 


22. Ferand suppcrt 


50. P'ml 


76. Cap re<taining pr\ 


23. Actinn bar assembly 


51. Sear 


79. ByH^lQClc 


24. Ph 


52. Trigger bar 


m. Bultplat# 


25. Bolt tod^ir^ handle deient ball 


53. Sear spring 


81. Bultplalo woQdscrow 


2£. Spilng 


54. Trigge? bar pivol 


B;2. Buttstock screvr 


27. P^nger 


55 Hammer 


83. Buitsiock msTief 


23. Bushing 


55 Hammer pivQl 
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External Conlrol Parts: 

Cross Trigger Block Safety: Located on trigger housing behind trigger, push 
buttorr sly(e, When red ring is exposed shotgun will fire if trigger is pulledfl Do 
not disengage safety unless you are ready to fire shotgun, (Safely Engaged - 
The red ring is not showing and the trigger is blocked from full travel; Safety 
Disengaged - The red rind is showing and the trigger has futt (ravel.. .MAKE 
SURE YOU UNDERSTAND HOW THE SAFETY WORKS BEFORE YOU LOAD 
OR USE THE SHOTGUN) 

Carrier Latch / Bolt Release Button; Located on right hand side of shotgun, 
protrudes out of forward right hand side of the receiver. Pushing in the button will 
release the carrier tatch as well as release the bolt if it is in the rearward position, 

Carrier Latch; Located under the receiver in front of the trigger guard. 
Depressing the carrier latch button will release the lock on the latch so (hat it can 
be moved for loading , 

Trigger: Located in the trigger guard with safety disengaged and trigger pulled 
to the rear shotgun will discharge. 

BoN Cocking Handle: Located on right hand side of shotgun protrudes from 
bolt used for pulling the bolt rearward. Note: If the gun has been cocked and the 
bolt has been released to the forward position the bolt will not lock back in the 
reward position unless the Carrier Stop Button has been moved rearward, 

Forend Cap; Located on end of magazine tube at the fronf of the foiend and 
under the barrel. Screws onto magazine tube right hand thread (WARNING 
CAP UNDER SPRING PRESSURE). 

Carrier Stop Button; Located on the right hand side of receiver at the forward 
end of the tngger housing, This is aflat button that moves for and aft and resets 
the bolt catch and iocks the carrier latch in tha down position.. If the gun has 
been cocked the bolt will not lock back unless this button has been pushed 
rearward. This button also locks the carrier latch in the downward position. 

INFORMATION FIGURES (Direction for Assembly) 

Fig 1; When you open the box of your new MP155 Shotgun the barrel is 
separated from the main portion of the shotgun. To 
attach the barrel first remove the stock and receiver frorr 
the plastic bag, Then unscrew forend cap. 

Warning the magazine the magazine cap is under spring 
pressure. Note; After assembly of the shotgun the spring in the magazine tube 
may become twisted. This will cause a decrease in magazine tube capacity. If 
you load and unload the magazine tube the spring will untwist and the capacity 
should be as defined in the manual. 

If the plastic spring cap is not installed in the magazine lube then use small pin 
in the hole in the end of the magazine tube to hold the spring during rennoval of 
the cap.,. Simply unscrew the cap until you seethe hole in the tube, insert pin 
thru hole to hold spring. 
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Fig 2 : Remove for^nd from, magazin& tube 
Rg 3: Depress the Carrier Stop Button. 

Fig 4: Now remove the barrel from the box and remove 
the plastic bag from the barrel. Insert the barrel e>ctension 
into the receiver (between the bolt and the receiver) while 
making sure the barrel lug is aligned with the magazine 
tube. Continue sliding the barrol extension into tho 
receiver and allow the barrei lug to slide over the 
magazine tube. With the barrel extension partially 
inserted into the receiver between the bolt and the 
receiver. pu!i the bolt cocking handle to the rear so that 
the bolt is locked back. Now completely insert the barrel 
extension into the receiver. 

GAS SYSTEM WASHER PLACEMENT: 

You iTiu-st place the gas system washer in 
front of the barrel lug. Thus the gas system 
washer is betw-een the barrel lug and the 
forend as pictured (Fig. A} 

Fig 5: Slide the forend over the magazine 
tube (do not force). Make sure that the 
forend is completely seated around the 
magazinetube, barrel , and the receiver (note: the forend 
must seat flush with the receiver). 

Fig 6: Screw on the forend cap so that the forend is held 
firmly in place and flush against the recei-ver. 

With the forend in place and the barrel in place and the 
forend cap securely in place, depress the carrier latch 
button and !he bolt will slide into the barrel extension 
(Note: If you see any portion of the barrel extension 
pTOtruding from the receiver after you released the bolt or 
if there is a gap between the fore arm and Ijhe receiver you 
have not properly assembled the shotgun). If the bolt do^s not s I tde forward or 
you have gaps or the banel extension protrudes from the receiver, reverse the 
assembfy procedures and start over again making sure that The barrel is tuliy 
inserted into the receiver and that the forend is fully in place. If you still can not 
sssem bl e the sh otgun co rre ctFy tak e the g un to th e dea I er wh ere you bo u g ht the 
gun or a quaiified gunsuTith for help. 

Once the shotgun is assembled or if you can not fully assemble the shotgun and 
plan to carry i! somewhere for help, activate the cross trigger block safety and 
keep it activated until you are ready to fire the shotgun. (Keep the safety on no 
matter if the gun is loaded or unloaded). 






LOCKING BLOCK PLACEWeNT 

Dufing assembly or reass-embly tnake sure Ihe locking lug is place as pictured 
(Rg B). Make sure that the firing pin and firing pin washer are held rearward by 
the locking tug (Fig 61), 




Screw In Chokes Symbols / Markings 

The end of the chokes are marked with slashes to determine choke 

mi - Extra Full / - Full 

H - Improved Modified U! -Modified 

//// - improved Cylinder Cl - Cylinder 

BEFORE INSTALLATION OF A CHOKE TUBE MAKE SURE THE SHOTGUN IS 
UNLOADED, 

The chokes are right hand thread. Make sure that you do not cross thread the 
choke. For tightening of a choke tube use a special wrench which completes 
your shotgun. 

WARNINGl MAKE SURE YOU FULLY TIGHTEN THE CHOKE TUBE 
Shooting with loosed choke tuba can cause its damage or damage of your 
shotgun. 

Look into the muiile. The dhg at the coupling the bore with the choke lube 
where the surface of the barrel bore overhand the surface of the choke tube 
channel should be visible. The distortion of the ring may indicate the damage of 
the choke tube or housing in the barrel. 

PERIODICALLY, CHECK TO INSURE THE TUBE IS FULLY SEATED IN THE 
BARREL. 

After use remove thechoketubeand clean Ihechoketubeth read sand location 
in the barrel where the choke tube thread into Only use choke tube lube for 
lubrication. Only use 1C choke tube with slug, 

REMEMBER the choke tubes and the location in the barrel need careful 
handling for prevention of casual deformation at the thin-wall sections. 
Needlessly do not leave a barrel without a choke tube being in place. 

If you would like to buy extra choke tubes (skeet, trap, extra full, etc.) call; 
Colohial @ 1 800-943-0009 

DIRECTION FOR DISASSEMBLY 

Make sure the gun is unloaded and pointed in a safe 
direction. Make sure the safety is on. There is no excuse 
for not beihg careful. 

Fig 7: With the bolt in the forward position unscrew the 
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for end cap aiid remove the forend (WARNING CAP UKDER SPRING 
PRESSURE). Push the Carrier Stop Button rearward then move the boll to the 
rear slightly and hold It out of battery, then grasp the barrel and remove the 
barrel by pulling the barrel and barrel extension out of 1he receiver. 

Fig 8- Use the back end of a empty cartridge or a flalhead 
screwdriver or your fingers to remove Bolt Cocking 
Handle, Insert screwdriver or back of empty cartridge 
into notch and pry up handle and remove from bott or 
grasp handle firmly and pull out away from receiver. 

Fig 9; With the cocking handle removed from the bolt you 
now can grasp the gas piston and slide the bolt and 
action bar forward and remove the assembly from the 
magazine tube and receiver. Be careful because once 
the bolt is removed from the receiver all the pieces from 
the assembly are free to separate. We suggest you keep 
the gun with the bolt up you remove the assembly so the assembly does 
not separate See locking block placement section. 

Fig 10; The trigger assembly can be removed with the barrel and bolt removed 
or without the barrel and bolt removed. To remove the trigger assembly alt you 
do Is rernove the two pins that hold the trigger assembly in place and pull the 
trigger assembly from the receiver. The pins can be removed with a hammer 
and a punch, 

TO LOAD YOUR SHOTGUN 

* Make sure the shotgun is pointed in a safe direction at all times, the safety 
is engaged, and never allow fingers or objects to contact trigger. 

* Do not load shotgun until you are ready to fire 

* Do not disengage the safety until you are ready to fire. 

' Make sure the ammo that you are using is the correct size and gauge. The 
barrel is marked with the gauge and chamber size, barrels marked 3,5“ will also 
use 2 3/4" or 3" or 3. S’ shot shells, 

* Visually Inspect the chamber for obstructions by pulling back the bolt until it 
locks back {note: if the bolt will not lock back then push the Carrier Stop Button 
rearward and retry locking the bolt rearward) the chamber should be free of oil 
or grease or obstructions,.. The chamber is the rear portion of the barrel where 
the cartridge slides into from the pressure applied by the bolt. After inspeciiori 
release the bolt by depressing the carrier latch button. 

Fig 1 1 : Turn the shotgun upside down so that the barrel 
is pointing toward the ground and you are looking at the 
carrier latch. Now depress the carrier latch butlon and 
insert up to {5) • 2 3/4" cartridges or (5) - 3“ or (4) - 3.5' 
cartridges in to the magazine tube. Note: If plastic spring cap is in magazine 
lube then all capacities are decreased by one round. 
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**WARNING** 

Never load a cartridge into the chamber until you are ready to fire the shotgun. 

Fig 12: Turn the gun upright with the barrel pointing tO'the 
ground and puli back the bolt cocking handle until a 
cartridge moves up into the ejection port- Now release 
the handle and the cartridge ^iH be carried by the bolt 
into the chamber. 

TO FIRE YOUR SHOTGUN 

**WARNING** 

* During firing, the bolt cooking handle travels reward with considerable force 
and velocity. Do not allow any object to enter its’ path. 

* Do not disengage the safety urttil the shotgun is pointed in a safe direction and 
you are ready to fire 

* Semi-auto shotguns automatically feed the next live round from the magazine 
tube irrto the chamber each time the gun fires No mechanical force is required 
tor the shotgun to complete the-chambering operation. Note: You must be 
aware that the firearm will be ready to fire another round after the previous round 
has been ejected and the new round has been chambered. 

* After the last round has been fired the shotgun should lock open, never count 
on trie iocked back bolt as a signal that the gun is empty (Visually check the 
chamber). It is also possible that the bolt wilt not lock back after the firing of the 
last cartridge. If this occurs, open the bolt manually and lock it to the rear (note: 
ifthe bolt will not lock back Then push the Carrier Stop Button rearward and retry 
locking the bolt rearward) Use your eyes to verify that the gun is empty. 

* If a cartridge does not fire and the trigger has been pulled and the safety Is 
disengaged... Stop! and do the foltowing: a) Make sure the gun is pointed in a 
safe direction b) Engage the safety c) Wait BO seconds d) Follow the Instruction 
below for unloading the shotgun 

* If during firing the sound Of any cartridge is noticeably softer or louder than the 
previous cartridge fired, Stop! Do not load another cartridge or fire another 
cartridge and do the following: 

a) Make sure the gun is pointed in a safe direction b) Engage the safety cj Follow 
the instruction below for unloading the shotgun d) With the shotgun unloaded 
visually inspect the shotgun for barrel blockage or damage and inspect the 
mechanicai portion and receiver of the shotgun for damage before continuing. 

PLEASE READ AND UNDERSTAND ALL WARNINGS IN THIS 
MANUAL BEFORE FIRING SHOTGUN, MAKE SURE YOU KNOW 
WHAT YOU ARE SHOOTING AT 

1 } Make sure the gun is pointed in a safe direction and that you are wearing ear 
and eye protection. 

2) Engage safety if not already engaged 
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3) Disengage the safety and begin firing only when you are ready to fire and the 
shotgun is pointed in a safe direction to be tired 



GAS SYSTEM AD JU3TMEMT: 

Your yP153 has a unique self reguialing gas system and is pre set at the 
factory to function with 12ga 2 3/4” (1 1M oz) to 1 2ga 3.5' (steel Shot ). Tliis 
system aiso allows you to fine tune the function of the gun. with the gas 
system nut. So, by adjusting the gas system nut you can make your gun 
function over the cornplete range of 12 ga ammunition and set the gun for 
optimum function for the user. Simply the gas system nut allows you To 
customize the function of the gun to your requirements without additionaf 
parts or kits [unlike our competition) 

Gas cylinder nut: Located ur>der the barrel on the front end of the gas cylinder 
and retains the valve spring with the valve which provide Ihe action of the shot- 
gun with light loads as well as with heavy loads. 

Note: For the first too rds use loads 1 1/4 oz, or greater. 

Your gun was set at the factory to use 12 ga, / 3.5" steel shot to 12 ga. / 
2 3/4* (1 1/4 ozO- If you wish to use lead shot 12 ga. / 3.5" rounds then 
you must adjust the Gas cylinder nut two turns counter-clockwise. If you wish 
to use loads lower then 12 ga. / 2 3/4* 1 1/4 oz. you must adjust the Gas 
cylinder nut as required (clockwise). 

Never adjust the Gas cylinder nut more than two oompiete turns in any direc- 
tions [For reference use notch on front of the Gas cylinder; the nut should be 
visible througfi the notch and at most should fit flush the front end of the Qae 
cylinder.) To set the gun back to factory setting see mark on Gas cylinder and 
adjust as required. [Fig. C) 

Note: Screw the Gas cylinder nut not detaching the barrel from the receiver 
(Fig. D) 




To Unload Shotgun 

1) Make sure that gun is pointed in safe direction and engage safety, if not 
already engaged. Never allow your finger or any object to come in contact with 
the trigger during the unloading operation,.. 

Fig 13: Draw back the bolt until a cartridge is ejected or 
the bolt has traveled to the rear fully (If there was not a 

cadridige in the chamber nothing will be ejected) slide the iA--> 

bolt forward until it is fully closed. Now draw back the bolt until a cartridge is 
ejected. Repeat the drawing back of the bolt until no more rounds are ejected. 
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Now lock the boft in the rearward position. (Note: You must move the Carrier 
Stop Button rearward for the bolt to lock in the rearward pasitton) With the bolt 
locked back uisually Inspect the chamber to assure that it is empty, you should 
also look down into the receiver through the ejection port and verify that the 
magailne tube is empty. 

if for some reason the cartridge in the magazine tube will not rise up into the 
chamber after repeated attempts to manually cycle the shotgun, preform the 
follow the following steps; 

A) Manually close the bolt 

B) Turn over the shotgun so that tho trigger guard is facing you (upward), 
depress the carrier latch button and then depress the carrier latch. 

Cj With the same finger that you are depressing the carrier latch depress the 
sheil stop (the shell stop is located on your left hand side with the gun in the 
upside down position, it is the piece of metal that should be holding the round 
in the magazine lube] and the cartridge should slide up and out of the shotgun 
with your guidance. Note; the cartridge is under spring tension. Repeat this 
process mi the magazine tube is empty and then turn the gun over and lock the 
boll back and verify that the gun is totally empty. 

It you had to follow the procedure for a cartridge not being released from the 
magazine tube, make sure the gun is empty and let a qualified gunsmith inspect 
the gun before you load or use the gun again, 

MANUFACTURER’S WARNING 

This firearm was manufactured to properly perform with the original parts as 
designed, It is your duty to make sure any parts you buy are correctty installed 
and that neiither replacements nor originais are altered or changed. Your gun 
is a com p I ex too I with marry pa rts that mu st rel ate co rrectly to other parts fo r safe 
and accurate operation. Putting a gun together wrong or with moditied parts 
can result in a damaged gun, injury or death to you or others through 
malfunction. Always let a qualified gunsmith work on your guh or at least, 
check any work not performed by a gunsmith. Firearms safety is your primary 
concern. THE GUN OWNER MUST ACCEPT FULL RESPONSIBILITY FOR 
THE CORRECT REASSEMBLY AND FUNCTIONING OF THE FIREARM 
after any DISASSEMBLY OR REPLACEMENT OF PARTS. 

DUCK plug PLACEMENT: 

The wooden rod enclosed with your shotgun is a duck plug and can be placed 
inside the magazine tube spring from the cap end, Simply the rod prevents the 
magazine follower from moving the ful length of travel. 

1 1 is pre set for one r ou n d i n the magazin e without th e plastic s pri n g cap . You wH I 
see a mark on the rod which is where you would cut the rod if you want two 
rounds in the magazine without the plastic spring cap. If you want to use the 
plastic spring cap and the duck plug you will have to cut the rod at the mark. 
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CLEANING AND MAINTENANCE OF SHOTGUN 

A) FoHcwv procedures for unloading shotgun as described previously 

B) Follow procedures for disassembly of shotgur^ as described previously 

1 . Materials needed to clean this shotgun are: a cleaning rod, cotton bore 
patches, brass bore brush, powder solvent, a smatJ soft brush and good quality 
gurr oil. 

WARNING: Lead or lead compounds are known to the State of California to 
cause cancer, birth detects, reproductive toxicity, and other serious physical 
injury. Those who clean firearms should take protective measures to avoid 
contact or exposure to such chemicals. 

2. Using the bore brush with powder solvent scrub the barrel and chamber to 
remove any powder and lead residue in the bore, Always and lastly, swab with 
cotton patch with gun oil to coat and protect the bore and chambers from rust 
and corrosion. 

3. Any powder fowling on the firing wall, barrel, etc. can be easily cleaned with 
a brush and powder solvent. 

5. All external surfaces Should be wiped down with light coat of rust 
preventative. Avoid using too much oil as dust and/or debris can get trapped 
in the oit creating a gum that in time will cause misfires. 

6. CAUTjON in using solvents in gun bore cleaning. Prolonged or excess 
contact with finish or bluing can damage the gun's finish. Be sure to wipe away 
all excess solvent and then lubricate with oil, 

7. A gun should be cleaned after firing . In addition, external parts should be 
wiped with an oiled cloth after handling. A light oil is ordinarily all that is 
necessary in cleaning itthe gun has not been fired or fired very little. If a gun is 
used irequently, it must be cleaned after each firing and regularly serviced by a 
professional gunsmith. If the gun has been stored, remove all excess oil and/ 
or grease before firing. Always check to be Sure that no cleaning patch or alher 
obstruction remains in ihe bore or chambers before firing 

Fig 14: Pictures the two holes in the barrel gas porting 
ringwhichmustremainDpenandclearforthe shotg unto 
function properly. Make sure these two holes are 
cleaned after each use as well as dean The barrel gas 
porting ring. 

Fig 15: Pictures the gas piston assembly on the 
magazine lube, These parts must be cleaned and lightly 
□tied after each use. 

DANGER » AMMUNITION WARNING 

Fireamis rfiay be damaged and serious injury or death to the shooter or 
bystander may r&sull from any condition which contributes to the generation of 
excessive pressure or uncontrolted release of gas within the firearm. Such 
adverse conditions can be caused by bore or chamber obstructian, propellant 
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powder overioads or by detective, irtcorrect or improperly loaded and 
assembled cartridge components. Even the strongest firearm can be blown up 
as a result of excessive pressure, It is extremely dangerous to use a cartridge 
whose pressure is greater than that developed by cartridges loaded to industry 
standards. 

AMMUNITION (CARTRIDGES) NOTICE 

We Specifically disclaim responsibility lor any damage, injury or death 
occurring in connection with or as the result of the use of European Arnerican 
Armory shotguns of faulty, non-standard, re-manu*actured, hand loaded or 
reloaded ammunition, used cartridges or cartridges other than factory 
cartridges for which the firearm was originally chambered. 

LUBRICATION WARNING 

Firing a shotgun with oiJ, grease or any other material even partially obstructing 
the bore may result In damage to the shotgun and injury to the shooter and 
I h ose n earby , Do n ot s p ray or a p ply I u brica nts d i recti y on am m u niti o n , I f the 
powder charge of a cartridge is affected by the Jubricant, it may not be ignited, 
but the energy from the primer may be sufficient to push the bullet into the bore 
where it may become lodged. Firing a subsequent bullet into the obstructed 
bore will damage the shotgun and may cause injury to the shooter and those 
nearby. Use lubricants properly. You are responsible for the proper care and 
maintenance of your firearm and ammunition. 

ONE YEAR LIMITED WARRANTY 

All European American Armory Corp. firearms are warranted to the 
o-riginal retail customer for one year from date of purchase against defects in 
material and workmanship. All parts and labor or replacement at our option 
are covered. Wood Stock and Wood Forend are not covered by the One Year 
Limited Warranty. The warranty on the wood stock and forend is 60 days from 
purchase and only covers manufactured and material defects,) 

ItanapoilatiOatQ. and fr om our repair faellltips damage caused by 
failure to perform normal maintenance, sales outside the United States, 
damage due to use of high velocity, high pressure, reloaded or other 
nonstandard ammunition, or any unauthorized repair, modification, misuse, 
abuse, fanning the hammer or alteration of the product is not covered by this 
Limited Warranty. 

Arty implied warranties, including the implied warranties of 
merchantability and fitness for a particular purpose, are limited to one year from 
date of original retail purchase. Consequential or incidental damages and/or 
expenses, or any other expenses are not covered by this warranty." 

To obtain warranty performance send your firearm , freight prepaid, with proof 
of retail purchase and Si 0.00 dollars for return freight to; 

European American Arrnory Corp, 

3855 North U.S. Highway One 
Cocoa, Florida 32926 
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A WARNING A 

Children are attracted to and can operate firearms that can cause 
severe injuries or death. 

Prevent child access by always Keeping guns locked away and 
unloaded when not In use. 

tf you keeps loaded firearm where a child obtains and improperly 
uses it, you may be fined or sent to prison. 

A ADVERTENCIA A 

A los ninos los atraen las armas de fuego y las pueden hacer 
funcionar Ellas pueden causerse lesiones graves y la muerla, 

Evite que los nlfios tengan acceso a las armas de fuego 
guardandolas siempre con Have y descargadas quando no las esta 
utilizando. 

Si usted tieno una arnia de fuego cargada en el lugar on que un 
nino tiene acceso a eila y la usa Indebidamente, la pueden dar una 
multa o enviarle a la oaroel. 



WARNING 

Altering or modifying parts and/or internal saleties is dangerous and will void 
the warranty. This shotgun was manufactured to perform properly with the 
original parta as designed. It is your duty to make sure any parts yotr buy are 
made for this firearm and are instated correctly and that neither the 
replacements nor originals are altered or changed. Vour gun is a complex 
precision tool with many parts that must relate correctly to other parts in order 
f 0 r proper and safe ope ration . P utti ng a g y n logeth er wr o ng or with in correct o r 
m od if i ed parts can re su It in a dam ag ed g u n , d an gc r, an d injury or death to you 
and others through malfunction. Always have a qualified gunsmith work on 
youf gun or at least check any work not performed by a gunsmith. 

YOUR OWNERS’ MANUAL 

Always keep this manual with your firearm. Make sure you understand all the 
warnings, operation instructions and safety procedures. When you lend, give 
or sell the firearm, be sure this manual goes with it You can get a copy of this 
manual from European American Armory on request. 

ALL PARTS ORDERS ARE SUBJECT TO A $10.00 CHARGE FOR SHIPPING 
AND HANDLING. P[ease state Model, Caliber, Serial Number, and Finish Color 
when ordering. For parte, information and service contact: European American 
Arrnory Corp., 3855 North U.S. Highway One. Cocoa, Florida 32926 Phone: 
(321) 639-4342. E-mail: eaacorp@bv.net. Web Site: www.eaacorp.com 



